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127 STAT. 656 PUBLIC LAW 113-57—DEC. 9, 2013 


Dec. 9, 2013 


[H.R. 3626] 


Public Law 113-57 
113th Congress 
An Act 


To extend the Undetectable Firearms Act of 1988 for 10 years. 
Be it enacted by the Senate and House of Representatives of 
the United States of America in Congress assembled, 


SECTION 1. EXTENSION OF UNDETECTABLE FIREARMS ACT OF 1988 
FOR 10 YEARS. 


Section 2(f)(2) of the Undetectable Firearms Act of 1988 (18 
U.S.C. 922 note) is amended by striking “25” and inserting “35”. 


Approved December 9, 2013. 
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